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E.O. 11652: N/A 

TAGS: ETRD, BM. US 

SUBJECT: TRUCK ENGINES AND PARTS 

EXIMBANK HAS RECEIVED REQUEST IN CONNECTION WITH PROPOSED 
SALE BY MURDOCK ENTERPRISES INC. OF TRUCK ENGINES AND PARTS 
FOR 2-1/2 TON TRUCKS FOR THE MINISTRY OF DEFENSE. 

EXIMBANK CHARTER PROHIBITS THE BANK FROM ASSISTING IN SALE 
OF 'DEFENSE ARTICLES OR SERVICES" TO A LESS DEVELOPED COUNTRY. 
THEREFORE, WOULD APPRECIATE YOUR ADVISING SOONEST ANY KNOWLEDGE 
PROPOSED SALE, WITH PARTICULAR ATTENTION TO THE INTENDED 
USE OF TRUCKS INVOLVED. KISSINGER 
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